Blue Funk All-Stars
Rose Bowl Tavern
Urbana, Illinois
October 16, 2021
Matinee 1-3pm Outdoors

Part of the CU Jazz Festival OCtober 14-17, 2021

The Band:
Brian Stark: Tenor sax
Kurt Reeder: Keyboards
Chris Hartley: Guitar
Andrey Goncalves: Bass
Aaron "A-Plus" Wilson: Drums

Recorded by Sean Kutzko using a Zoom H6 (24bit/48kHz)
4-channel audience mix 
2 Fostex MC10ST mics + internal mics, both 20 feet from stage

Set I
01 Mercy Mercy Mercy (Joe Zawinul)
02 Banter1
03 I Shot The Sheriff (Bob Marley)
04 Banter2
05 Strawberry Letter 23 (Shuggie Otis)
06 Banter3
07 Strasbourg St. Denis (Roy Hargrove)
08 Banter4
09 Peacock's Crown Blues (Jason Stark)
10 Set I Outro

Set II
11 Set II Intro
12 Stand (Sly & The Family Stone)
13 Banter5
14 Canteloupe Island (Herbie Hancock)
15 Superstition (Stevie Wonder)
16 Set II Outro

Learn more about the Champaign-Urbana, Illinois jazz scene;
visit ChambanaJazz.com

